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THIS LATE 1930's picture of the old Camas fire station at N.E. Cedar, between N.E. 3rd 
and N.E. 4th shows firemen Lawrence Beauchamp, Glenn W. Cooper and Earl Jones. The 
Camas Fire department was formed in 1923. Next move for the fire department was to 
the “old” (then ‘‘new”) city hall in about 1942. 


